I.ci reoon required ty law (7 USC 2143), Failure to report according lo the regulations can 
.esi.'ii li a n order to cease and desist and to be subject to penaitles a s provided for in Section 2150. 
oNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See reverse side for 
0^ additional information. 


1. REGISTRATION NO. CUSTOMER NO. 

74-R-0157 1645 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered wilti USDA 
in dude Zip Code) 

PALO ALTO COLLEGE 
1400 WEST VILLARET 
SAN ANTONIO. TX 78224 
(21 0) 921 -5300 


3. REPORTING rACILITY (List :ill loaiir.ns where animals were housed or used in actual research, testing, leaching, or expenmenlaiion, or held for these purposes. Attach additional 

SnCetS If C.c— cfibdry.) 


See Attached Listing 


FACILITY LOCATIONSfsifes) 



I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY 


Animals Covered 
8y The Animal 
Welfare Regulations 


S. Numoer of 
animals being 
bred, 

conditioned, or 
held for use m 
leaching, testing, 
experiments 
research, or 
surgery out not 
yet used for such 
purposes. 


C. Numoer zr 
animals upon 
which leaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain> 
relieving drugs. 


Attach additlonai sheets if necessary or use APHIS FORM 7023A ) 

0. Nunicer of animals upon £. .Number of animals upon whic 
which experiments. expenments, research, surgei 

teaching, research, conducted involving accompai 


surgery, or tests were 
conducted invoiving 
accompanying pam or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon wr.icn teaching, 
expenments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anestheiic.analgesic. or tranquilizing drugs would 
nave adversely affected the procedures, results, or 
interpretation of the leaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or aistress in these 
animals and the reasons such drugs were net used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cots. C + 

0 + E> 


4 Dogs 



SSURANCE STATEMENTS 


^ appropnale use of anesthetic, analgesic, and Iranquiliang drugs, prior to, dunng 

and roiiowing ac.ual research, teaching, testing, surgery, or expenmenladon were fotlowed by this research facility. - ^ 

2) Each pnnapal investigator has considered alternatives to painful procedures, \ " " ' ; J 

regulations under the Ad. and ,t has required lhai exceptions to the standards and regulations be speefied and explained by the 

add, bon to iOeni,fy,ng .he lACUC-approved exceptions, this summary includes a bnef explanation of the excepUons. as well as the species and number of animats aLted 

a^^c« appropnate authority to ensure me provision of adequate veterinary care and to oversee the adequacy of other 

Certification by headquarters research facility official ' 

(Chief Executive Officer or Legally Responsible Institutional official) 

.. I certify that the above is true , correct, and complete (7 U.S.C. Section 2143) 

SIGNATURE OF C.E.Q. OR INSTITUTIONAL OFFICIAI I maxxc g. titt e r* f .-.r, ' p ,, I rt.i-r 



or Print) 


DATE SIGNED 


A, 1,10 f vyrMV, / 

(AUG 91) 


IKcpiacas VS FORM 18-23 (Oct 88), which Is obsolete 


‘fhloi 

PART 1 - HEADQUARTERS 


































